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could not be published until after the censors had possessed a copy for seven days and had given their permission; the newspapers could reprint no news from foreign journals, and were mercilessly controlled in the contents of their columns. When the "Moniteur" and its kindred poured contempt on English perfidy and wrote of Punic faith, when they portrayed Albion as rushing madly on her fate, the readers liked it and applauded.